PICCADILLY CIRCUS, LONDON, ENG- 
LAND— Is a busy center of traffic at the 
intersection of Regent street, whence the 
wide Shaftesbury avenue lends to the north- 
east. The triangle in the center of the 
circus is occupied by a memorial fountain to 
Ivord Shaftesbury, which was unveiled in 
1893, and adorned with eight plaques of 
scenes from the philanthropist's life. 
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